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Office of Logistics (DD/M8S 74-0656, Att 3) . 

a. Printing Services Division, (Paras 3.c. 
and d.) , leased line costs for two 
circuits . 

b. Real Estate and Construction Division: 

No significant impact. 

c. Supply Division: Leased line costs for 
KY-3 service are $3,000 and the call 
director equipment costs are $5,000. 


2,500 


None 


8,000 


Approved For Release 2002/06/18 : CIA-RDP85-00988R000400080019-1 



